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9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005290226 Advises of completion of implementation of requirements of Generic Ltr 89-
13, "Svc Water Sys Problems Affecting Safety- Related Equipment"
BECKJ.W. TU Electric (formerly Texas Utilities Generating Co.). 90/05/21. Document
Control Branch (Document Control Desk). 1p. 53937:308-53937:308.

E.  NRC Safety Evaluation Report (SER), suppls & correspondence

9005180159 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO-
MANCHE PEAK STEAM ELECTRIC STATION UNITS 1 AND 2.Docket Nos. 50-445
And 50-446.(Texas Utilities Electric Company.et a!.)

* Comanche Peak Project Division (890101-900602). NUREG-0797 S24. 90/04/30.
174pp. 53861:137-53861:310.

F.  Security, medical, emergency & fire protection plans

9005030100 Advises that 901113 date acceptable to conduct 1990 annual emergency
exercise, per 900226 Itr.

GRIMES.C.I. Comanche Peak Project Division (890101-900602). 90/04/25.
CAH1LL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 1p. 53705:084-
53705:084.

9005180042 Requests assessment of Citizens for Fair Util Regulation 900412
concerns.in coordination w/State of TX & local authorities re deficiencies in public
educ & info program & alert notification sys for plant,based on survey.
GRIMES.C.I. Comanche Peak Project Division (890101-900602). 90/05/15.
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 3pp. 53882:110-
53882:122.

H. General correspondence

9004250298 Responds to 900314 Itr forwarding constituent J Miller 900215 request for
Senator Bentsen to support legislation to assure safe plant operation.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/04/05. BENTSEN.L
Senate. 6pp. 53606:105-53606:112.

-9004250302 Forwards constituent J Miller 900215 request that legislation be passed
to regulate day-to-day operation of facilities.

BENTSEN.L Senate. 90/03/14. RATHBUN.D. Congressional Affairs. 2pp. 53606:111-
53606:112.

9005030312 Responds to 900319 Itr forwarding constituent S Culbertson Itr expressing
concerns re handling of radwaste.Legislation provides that states.preferably acting in
regional compacts, provide disposal capacity for low level radwastes.
RATHBUN.D.K.   Congressional   Affairs.   90/04/20.   BENTSEN.L   Senate.   11pp.
53777:008-53777:020.

-9005030320 Forwards constituent S Culbertson Itr re disposal of nuclear wastes from
plant.

BENTSEN.L Senate. 90/03/19. RATHBUN.D. Congressional Affairs. 2pp. 53777:019-
53777:020.

Q. Inspection reports, IE Bulletins & correspondence

9005310216 FOIA request for records re insp performed by C Williams on 900207-0302
concerning ASME Section III compliance review & Weld 12A.

BAUMAN.L Robinson, Robinson, Peterson, Berk, Rudolph, Cross & Garde.
BAUMAN.L. Citizens Association for Sound Energy. 90/03/02. Office of Administration
(Post 890205). 2pp. 53952:352-53952:354.

9005310221 Final response to FOIA request for records.No agency records subj to re-
quest located.

PHILIPS.J.D. Division of Freedom of Information <& Publications Services (Post
890205). 90/03/30. BAUMAN.L Robinson, Robinson, Peterson. Berk, Rudolph, Cross
& Garde. 1p.

9004230018 Forwards Augmented Insp Repts 50-445/90-11 & 50-446/90-11 on
900315-19.lnsp conducted to review circumstances following inadvertent single train
safety injection event on 900312.

CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
04/10, CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 3pp.
53584:142-53584:173.

-9004230020 Insp Repts 50-445/90-11 & 50-446/90-11 on 900315-19.No violations
noted.Major areas inspected:review of sequence of events re inadvertent single train

safety in ection event on 900312.
CHAMBERLAIN.D.

53584:173.

Region 4,  Ofc  of the  Director,   90/04/05.  28pp.  53584:145-

9004260349 Forwards Insp Repts 50-445/90-09 & 50-446/90-09 on 900307-0403.No
violations or deviations noted.

WARNICK.R.F. Assistant Director for Inspection Programs. 90/04/20. CAHILLWJ.
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 53627:038-53627:070.

-9004260352 Insp Repts 50-445/90-09 & 50-446/90-09 on 900307-0403.NO violations
or   deviations   noted.Major   areas   inspected:   sustained   control   room   &   plant
operations.operational safety verification & TMI Items II.E.1.1.1 & III.D.1.1.1.
BITTER.S.D., LATTA.R.M., RUNYAN.M.F. Office of Nuclear Reactor Regulation. Direc-
tor (Post 870411). 90/04/20. 29pp. 53627:042-53627:070.

9005020221 Ack receipt of 891218 & 900404 Itrs informing NRC of steps taken to cor-
rect violations noted in Insp Repts 50-445/89-79 & 50-446/89-79.
WARNICK.R.F. Assistant Director for Inspection Programs. 90/04/23. CAHILL.W.J.
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 53670:190-53670:193.

9004200525 Suppl 1 to NRC Info Notice 89-O70. "Possfirfe Indications of Misrepresent-
ed Vendor Products." Svc list end.

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005010126 Forwards Operational Readiness Assessment Team insp Repts 50-445/90-
14 & 50-446/90-14 on 900410-12.No violations or deviations noted.
GRIMES.C.I.    Comanche    Peak    Project    Division    (890101-900602).    90/04/27.
CAHILL.W.J. TU Electric (formerly Texas Utifities Generating Co.). 4pp. 53669:100-
53669:117.

-9005010127 Insp Repts 50^45/90-14 & 50-446/90-14 on 900410-12-Mtnor deficien-
cies noted.Major areas inspectediconlrol room observations,shfft turnover
observations.plant tours.maint observations,survefl!ance observations & operator staff-
ing.

CHAMBERLAIN.D. Region 4, Ofc of the Director. W1EBE^!.S. Office of Nudear Reac-
tor Regulation, Director (Post 870411). 90/04/27.14pp. 53669:104-53669:117.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list end.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 537423)01 -53742:099.

9004240359 NRC Info Notice 90-028. "Potential Error in High Steamline Flow Setpotnt"
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 53601:328-53602.1367.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list end.

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:064-53663:183.

9005080134 Responds to NRC 900402 itr re violations noted in Insp Repts 50-445/89-
23 & 50-446/89-23.UUI does not believe that circumstances described in 900402 itr
constitutes violation of 10CFR50.9(a).

CAHILLWJ. TU Electric (formerly Texas Utilities Generating Co.). 90/05/02. Docu-
ment Control Branch (Document Control Desk). 3pp. 53778:239-53778:241.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list end.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005080264 Responds to NRC 900410 Itr re violations noted in Insp Repts 50-445/90-
10 & 50-446/90-10 on 900206-07 & 0226-O3Q2. Corrective action:memo issued em-
phasizing that discrepancies should be brought to attention of site organizations.
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 90/05/03. Docu-
ment Control Branch (Document Control Desk). 5pp. 53784:350-53784:354.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list end.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005090140 Forwards Insp Repts 50-445/90-12 & 50-446/90-12 on 900402-O6.Viola-
tions identified but not cited.

WARNICK.R.F. Assistant Director for Inspection Programs. 90/05/04. CAHILL.WJ.
TU Electric (formerly Texas Utilities Generating Co.). 7pp. 53787:089-53787:101.

-9005090141 Insp Repts 50-445/90-12 & 50-446/90-12 on 900402-06.Noncited viola-
tion noted.Major areas inspectediQA programs for maint, surveillance testing & calibr
controls & tests & experiments.

MCNEILL.W.M., BARNES.I. Region 4, Ofc of the Director. 90/05/01. 6pp. 53787:096-
53787:101.

9005030120 NRC Info Notice 90-033. "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York. Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034. "Response to False Siren Activations." Svc list
encl.

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York. Inc. 99pp. 53753:204-53753:302.

9005220020 EN-90-055:on 900517,notice of violation & proposed imposition of civil pen-
alty in amount of $25,000 will be issued.based on QC supervisor/QC receipt inspector
perception that nonconformance repts no longer issued.

LUEHMAN.J.. UEBERMAN.J. Ofc of Enforcement (Post 870413). 90/05/14. 1p.
53878:355-53878:355.

9005220098 Ack receipt of 891221 response to violations noted in Insp Repts 50-445/
89-60 & 50-446/89-60.lmplementation documented in Insp Repts 50-445/90-03 & 50-
446/90-03 adequate.

WIEBE.J.S. Assistant Director for Inspection Programs. 90/05/14. CAHILL.WJ. TU
Electric (formerly Texas Utilities Generating Co.). 4pp. 53878:322-53878:325.

9005220101 Ack receipt of 900502 ftr responding to violations noted in Insp Repts 50-
445/89-23 & 50-446/89-23.Resutts of evaluation wHI be provided in future corre-
spondence.

WIEBE.J.S. Assistant Director for Inspection Programs. 90/05/15. CAHILL.WJ. TU
Electric (formerly Texas Utilities Generating Co.). 4pp. 53905:242-53905:245.

9005220158 Discusses Insp Repts 50-445/90-O5 & 50-446/90-05 on 900103-30 & for-
wards notice of violation & proposed imposition of civil penalty.Therm-A-Lag
issue.specifically directions given by QC supervisor concerns NRC.
CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
05/17. CAHILUWJ. TU Electric (formerty Texas Utilities Generating Co.). 5pp.
53901:149-53901:175.ontrol Branch (Document Control Desk). 3pp. 53778:239-53778:241.
